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ACTION COME-OO 

INFO OCT-01 EA-12 EB-08 ISO-OO /021 W 
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R 150627Z FEB 78 

FM AMEMBASSY KUALA LUMPUR 
TO SECSTATE WASHDC 2409 

UNCLAS KUALA LUMPUR 1347 


Message Text 


E.O. 11652: N/A 
TAGS: BENC, MY 

SUBJECT: MAJOR PROJECT: MUAR WATER SUPPLY IN JOHORE 


REF: STATE 031286 


1 . EMBASSY CONTACTED PUBLIC WORKS DEPARTMENT (PWD), JOHORE 
REGARDING REFTEL. ACCORDING TO PWD, A CABLE FROM AMERON 
REQUESTING FOR PREQUALIFICATION DOCUMENTS WAS RECEIVED BY 
PWD ON MAY 7, 1977, SUBSEQUENTLY, PWD AIRMAILED THE 
DOCUMENTS TO F.H. JABSON OF AMERON ON MAY 10, 1977. PWD 
INFORMED US THAT THEY HAD NOT RECEIVED ANY OTHER 
CORRESPONDENCE FROM AMERON BESIDES THE CABLE. 

2. TOTAL COST FOR THIS PROJECT WAS ESTIMATED AT US$1 1 MILLION. 
TENDERS FOR SUPPLY AND INSTALLATION OF BOOSTER PUMPSETS WILL 
BE ISSUED SHORTLY. TENDERS FOR SUPPLY OF STEEL PIPES WERE 
ISSUED IN NOVEMBER 1977 (KUALA LUMPUR 9177), WITH BID 
DEADLINE JANUARY 24, 1978. OTHER TENDERS FOR SUPPLY OF OTHER 
EQUIPMENT HAD ALL BE ISSUED IN 1977. TENDERS FOR CIVIL 

WORKS WILL BE ISSUED SHORTLY. ONLY PREQUALIFIED 
CONTRACTORS WILL BE INVITED TO TENDER FOR CIVIL 
WORK CONTRACTS. 

MILLER 


UNCLASSIFIED 
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